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GREEN BULL, INC. 


147 N. Clay Street 
Louisville, Kentucky 40202 
Telephone: 502/589-5575 

Fax: 502/584-4738 


PRODUCT SHOWCASE 


Ladder Manufacturer 
for the Professional 


Meets or exceeds requirements of . 
American National Standards Institute 


FIBERGLASS — ALUMINUM — WOOD 


Type 1A-Extra Heavy Duty-300 Ib. Work Load Rated — 
e : Type 1-Heavy Duty-250 Ib. Work Load Rated 
- Type 2-Medium Duty-225 Ib. Work Load Rated 


BULL FIBERGLASS LADDERS 


H. Aluminum Planks-Stages 
Available 250 |b.-one man, 500 Ib.-two man, 
750 l|b.- three man 


Available in lengths from 6’ to 40’; widths 12”, 14”, 


20”, 24” and 28” 


Aluminum Walkboard Safety Rail Systems 
Available 250 Ib.-one man, 500 Ib.-two man, 
750 Ib.- three man 
Available: Guardrail complete one side 

Guardrail, midrail, toeboard 
complete one side. 

End Safety Rail Systems 
Available 12”, 20’, 24” and 28” wide 


A. Fiberglass Extension-Type 1A Extra Heavy Duty 
Rating-300 Ib. 


SERIES 6072 Same as 6082 but Single 
Section 8’ - 20’ 


SERIES 6092 Same as 6102 but Single 
Section 8’ - 20’ 


B. Fiberglass Step-Type 1A Extra Heavy Duty Rating- 
300 Ib. 
SERIES 2032 Available 3’ - 12’ 


C. Fiberglass Step-Type 1A Extra Heavy Duty Rating- 
300 Ib. 
SERIES 2022 Available 4’, 5’, 6’ and 8’ 


D. Fiberglass Double Front-Type 1A Extra Heavy Duty 
Rating-300 Ib. 
SERIES 2042 Available 3’ - 16’ 


300 Ib. 
SERIES 2052 Available 3° - 12’ 


F. Fiberglass Shelf-Type 1A Extra Heavy Duty Rating- 
300 Ib. 
SERIES 2012 Available 3’ - 12’ 


G. Fiberglass Estimator-Type 1 Heavy Duty Rating-250 Ib. 


SERIES 6012 Available 9’, 12’, 15’ and 18’ 


J. Aluminum Platform Hoist Track Sections 
Available 200 Ib. Rating or 400 Ib. Rating 


Available 4’ Sections, 8’ Sections and 16’ Sections 
Base sections with safety shoes, ladder sections with 


splice plates 


SERIES 6082 Round Rung, Double Section 16’ - 40’ 


SERIES 6102 “‘D” Rung, Double Section 16’ - 40’ 


E. Fiberglass Platform-Type 1A Extra Heavy Duty Rating- 


BULL ALUMINUM LADDERS 


& K. Aluminum Extension-Type 1A Extra Heavy Duty Rating- 
300 Ib 


SERIES 6121 Round Rung Double Section 16’ - 40 
SERIES 6111 Same as 6121 but Single Section 


SERIES 6141 “‘D’” Rung Double Section 16’ - 40’ 
SERIES 6131 Same as 6141 but Single Section 


L. Aluminum Extension-Type 1 Heavy Duty Rating-250 Ib. 
SERIES 6081 Round Rung Double Section 16’ - 40’ 
SERIES 6071 Same as 6081 but Single Section 


SERIES 6101 “D’ Rung Double Section 16’ - 40’ 
SERIES 6091 Same as 6101 but Single Section 
8’ - 10’ 
M. Aluminum Extension-Type 2 Commercial Duty Rating- 
225 Ib. 
SERIES 6061 “‘D’’ Rung, Double Section 16’ - 40’ 
SERIES 6051 Same as 6061 but Single Section 


N. Aluminum Step-Type 1A Extra Heavy Duty Rating- 


SERIES 2061 Available 4’ - 20 
O. Aluminum Double Front-Type 1A Extra Heavy Duty 
Rating-300 Ib. 
SERIES 2041 Available 3’ - 20’ 


eS P. Aluminum Platform-Type 1A Extra Q. Aluminum Shelf Ladder-Type 1A Extra R. Aluminum Estimator-Type 1 Heavy Duty Rating-250 Ib. 


Heavy Duty Rating-300 Ib. Heavy Duty Rating-300 Ib. SERIES 6011 Available 9’, 12’, 15’ and 18 
SERIES 2051 Available 3’ - 14’ SERIES 2011 Available 3’ - 20’ 


BULL WOOD LADDERS 


T. Wood Extension-Type 1A Extra Heavy Duty Rating- 


300 Ib. 

SERIES 6104 Double Section-Flared Base- 

Available 16’ - 40’ 

SERIES 6094 Same as 6104 but Single Section- 

Available 8’ - 20’ 

U. Wood Step-Type 1A Extra Heavy Duty Rating-300 Ib. 
. SERIES 2064 Available 4’ - 16’ 
S. Hg Extension-Type 1A Extra Heavy Duty Rating- V. Wood Step-Type 1 Heavy Duty Rating-250 Ib. X. a meet a & 
. ) SERIES 3064 Available 4’ - 12’ a tee 

SERIES 6084 Double Section-Parallel Base- one man use 
Available 16’ - 40’ W. Wood Double Front-Type 1A Extra Heavy Duty Rating- Available 6’ Extends to 1012’ 
SERIES 6074 Same as 6084 but Single Section- 300 Ib. 8’ Extends to 1312’ 
Available 8’ - 20’ SERIES 2044 Available 4’ - 12’ 


FOR Prices-Delivery-Technical Data... CONTACT US, TODAY! 


GREEN BULL’S COMMITMENT 


To the customer there may seem to be little 
difference in ladders from one brand to another, 
other than price. Large differences do exist and 
affect the structural integrity and value of ladder 
products. 


Green Bull is committed to manufacturing one of 
the best ladders in the world, and we will not 
compromise our quality in any way. 


If you settle for anything less than Green Bull 


quality — that’s exactly what you will get! 


GREEN BULL, INC. 


BULL LADDER 147 N. CLAY STREET 
LOUISVILLE, KENTUCKY, U.S.A. 40202 
Telephone: 502/589-5575 
FOR THE PROFESSIONAL Fax: 502/584-4738 


